Final version 150727SU 


DNM 5AX series 




Corrections 


Corrections 

Page 

Contents 

AS-IS 

TO-BE 

Reason 



Version 

150521SU 

150727SU 
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Nut cooling system : Only DNM 350/5AXAdd 

N/A 

Only DNM 350/5AX 

omission 

2015-07-27 

8p 

Standard/Optional Specifications 
: Rearranged in ascending order 

- 

- 

Update 
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Operating console Photo Update 

Old version 

New version 

Update 


lip 

E.O.P Contents Update 

Old version 

New version 

Update 




